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ORIGIN COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO ERDA-05 CIAE-00 DODE-OO EB-07 

NSAE-00 TRSE-00 MC-02 ACDA-05 /032 R 

DRAFTED BY OEA/CD:JLUCCIOLA: 

APPROVED BY EB/ITP/EWT : OS ANDERSOM 
COMMERCE/OEA-CBCLEMENTS 

109582 

R 062325Z AUG 75 
FM SECSTATE WASHDC 
TO AMCONSUL DUSSELDORF 
INFO AMEMBASSY BONN 
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EXCON 

E.O. 11652: N/A 

TAGS:ESTC, GW 

SUBJECT: PRE-LICENSE CHECK 

REF: PART 413 ECONOMIC DEFENSE MANUAL; OEA/CD F IL E 13-50-109 

1. OEA/CD INVESTIGATIONS INDICATE ILLEGAL DIVERSIONS 
CAUSED BY MULTI MILLION DOLLAR SOVIET ATTEMPTS TO OBTAIN 
STRATEGIC SEMI-CONDUCTOR MANUFACTURING/TESTING EQUIPMENT. 
CONSEQUENTLY, SELECTIVE P/L CHECKS BEING REQUESTED INCLUDING 
FOLLOWING: 

2. BEWT CASE NO.: A171016 

3. APPLICANT: CONTREL CORP., SUNNYVALE, CALIF. 

4. ULTIMATE CONSIGNEE: NIXDORF COMPUTER, 4790 PADERBORN, 
FUR.TENWEG 93. 
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5. COMMODITY/VALUE: FOUR, MODEL H320 TEST HANDLERS. TOTAL 
VALUE 34,800 DOLLARS. 

6. STATED END USE: FOR USE AT NIXDORF IN WEST GERMANY. 

7. INTERNATIONAL IMPORT CERTIFICATE NO.: US 549191. DATED 
7/14/75. 

8. REQUEST: CONTACT NIXDORF ATTEMPT VERIFY TRANSACTION'S 
LEGITIMACY. IF NIXDORF NOT END USER, IDENTIFY SUCH AND 
NOTIFY OEA/CD ASAP. KISSINGER 
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